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3 January 1958 


SUBJECT: Transfer of System IV #103 
Dear Dan: 


In accordance with the request of Mr. Bissell at the 
12 December 1957 Los Angeles conference, this letter will serve 
as authority to direct the Contractor to divert the delivery of 
System IV #103 from F.0.G. to 25X1 


As was pointed out at the 12 December meeting, the importance 
of equipping F.0.G. with a training capability in IV cannot be 
over-emphasized. Accordingly, concurrent with delivery of System 
Iv #103, it is requested that #101 or 102 be expeditiously returned 
for shipment to F.0.G. It is further requested that the Contractor 
be advised that upon delivery of operational System IV #104 or 
subsequent units, the #101 or 102 will be returned for modernization 
and rework consistent with the operational reliability of #103. 

Dost of such rework will be charged against Project Funds. 


Sincerely, oF 


25X11 
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SENDER WILL, CHECK CLAS 5 SATION TOP AND BOTTOM 


SS] CONFIDENTIAL |_| GECRED~ 


CENTRAL INTELLIGENCE AGENCY 
OFFICIAL ROUTING SLIP 


| TO | NAME AND ADDRESS 


To ras [BATE 
ja eee ae ae ae 


a Proj. Contracting Officer eae Yr dea 


[_[action | 

|_| APPROVAL |_[otspatcH |_| RECOMMENDATION 
—tcomment | ener 
= 7 inrormation | [signature 


reviewed letter on 14 Jan 158 


FOLD HERE TO RETURN TO SENDER 


FROM: NAME, ADDRESS AND PHONE NO. [pate 


—arerassiried [| conrmpentia [(Csecnet 
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